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RE: Our File 582-769 Australia 

Your Ref. PM No. 592 


Dear Mr. Adam: 


We have received notification from our agent in 
Australia respecting the need for filing request for exam¬ 
ination in the above-identified application. We enclose 
a photoprint copy of the Official Notice as well as our 
agent's reporting letter. 


You will note the request for examination should 
be filed not later than August 3, 1975, although it is pos¬ 
sible to request deferment in the event you decide to pro¬ 
ceed by way of modified examination. However, in connection 
with modified examination we note that the U.S. application 
is abandoned and it is not likely that the British patent 
specification, if accepted, will be available for this pur¬ 
pose before June of 1976. Accordingly, it appears to us 
that most likely further prosecution of the application will 
have to be by way of regular examination. 


We await your instructions conccerning a reply to 
this notice' and desirably should have them not later than 
June 1, 1975. 


GJB;jm 
Enclosures 
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